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MOUNTED RHEOSTAT-POTENTIOMETERS 
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AN A-C POWER SUPPLY FOR BROADCAST FREQUENCY 
MONITORS 


T he General Kadio Company lias rc- 
itiiiIv developed ills Type 531 -A 
IWr Supply for use with (ho Type 
375-0 I’iczo-Kleclric Oscillator. By 
means of lliis power park, users of 
General lladto Frequency Monitors 
can dispense with luittrrirs anil operate 
tbc crystal oscillator from the alter¬ 
nating-rurrrni line. 

The Type 531-A Power Supply in¬ 
cludes two rectifiers with their asso¬ 
ciated fillers. A copper-oxide rectifier 
is used in tile 6-voll circuit which sup¬ 
plies current for the IiiIh- filament and 
the trmprraliirr-rnnlrol relay. The 


plate-supply rectifier is ail 83 uicrcurv- 
vapor tula-. Doth circuits are. ade¬ 
quately filtered, and voltage adjust¬ 
ment- are prox idol wherever necessary. 
Satisfactory operation can he ob¬ 
tained on line, voltages between 105 
and 120 volts, fiO cycles. 

The whole asscinblv is mounted on a 
standard 19-inch relay-rack panel. 7 
inches high. The panel is Gnislied in 
black crackle lacquer to match the os¬ 
cillator panel. 

The price of the Type 531-A Power 
Supply is $100.00. exclusive of the rec¬ 
tifier tube. 


VOLTAGE REGULATOR TRANSFORMER 



This Type 110-K Tran*former is a voltage-regulating dev ice capable of handling 
a load of 100 volt-ampere*. Its output voltage remains constant at a voltage 
between 112 and 115 volts for input voltage variations between 05 anil 130 volts. 
60 cycles, alternating current. It* price is $10.00 complete with cord 
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SALE OF DISCONTINUED RESISTANCE DEVICES 
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